AMENDMENT NO. 3 NOVEMBER 2020 
TO 


IS 16102 (PART 1) : 2012 SELF-BALLASTED LED LAMPS 
FOR GENERAL LIGHTING SERVICES 


PART 1 SAFETY REQUIREMENTS 


[Page 1, clause 1, line 7 (see also Amendment No. 2)| — Substitute the 
following for the existing: 


‘a) arated wattage of 1 W to 35 W;’ 


(ETD 23) 
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